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10 Jammry 1979 


MEMORANDUM FOR: DD/Pers-P&C 
DD/ Pers~R&P 
DD/Pers-SP 
oP/CM) 


STATINTL 
ef, ew Staff, OP 


SUBJECT : Postponement of Management Conference 
(Regular Objectives) 


‘The MBO Management Conference (Regular Objectives) scheduled for 
11 January 1979 in the OP Conference Room has been postponed until 23 
January 1979. Plans and Control will meet with the Director of 
Personmel at 10:30, Recruitment and Placement at 10:50, and Special 
Programs at 11:00. The Career Management Officer will follow the 
Special Programs presentation. 
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